
BOSCH 


Etnsch Diagnostics Software 

ESI[tronic] 


Replacing Parts 

Product 0 432 217 134 - Nozzle and holder assembly - DHK 
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Position 

Order number 

Info 

Quantity 

Designation 


1 

0 430 211 056 

B 

1 

NOZZLE-HOLDER ASSEMBLY 

2 

0 434 250 110 

B 

1 

PINTLE NOZZLE 


Explanations 

B Service part 


1 





























